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March 13, 1987 



Mr. Carl J. Heger 
Mr. Robert L. Kersey 
Dr. Preston H, Leake 
Mr. Larry A. Lyerly 
Mr. Leo F. Meyer 
Dr. Fred J.Schultz 

Gentlemen: 

After posting my letter updating the FTC lab 
closing, I received, from a non-FTC source, a copy of 
the letter submitted by the FTC to Congress. I am 
enclosing a copy for your information and use. 


Sincerely, 



WLS/wls 

Enclosure 



PM3000879719 


Source: https://www.industrydocuments.ucsf.edu/docs/qqyk0001 




























